Passat Wiring Diagram No. 43/1 
Air Conditioning 


From August 1998 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 
locations". 


Relay location on the thirteenfold auxiliary relay panel, above relay panel: 


4 - AIC Cut-Off Control Module (384) 
Relay panel: 


BB-20676; 


Relay location on the eightfold auxiliary relay panel, behind relay panel: 


88-20515 
5 - First Speed СооіапёҒап Control (FC) Relay (214) 
8 - Second Speed Coolant FarrControl (FC) Relay (213) 
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Passat Wiring Diagram No. 43/1 


(à) Note: 


+ Number іп parentheses indicates production control number stamped on relay housing. 


Fuse colors 


ЗО A - green 
25 A - white 
20 A - yellow 
15A - blue 
10A - red 
7,5 A - brown 
5 A- beige 
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Passat 


No. 43/2 


Fresh air blower, A/C switch, ambient temperature switch, switch 
for fresh air recirculated air 


E9 Fresh Air Blower Switch 
E22 Windshield Wiper/Washer Switch 
E35 A/C Switch 
E184 Switch for fresh air blower and recirculated air 
K84 АЈС Indicator Light 
K114 Fresh Air and Recirculating Air Mode Indicator Light 
L16 Fresh Air Control Lever Light 
N24 Fresh Air Blower Series Resistance With Fuse 
5225 Fuse 25 in fuse holder 
S236 Fuse 36 in fuse holder 
T4a 4-Pin Connector 
адеп AG- Volkswagen AGa, Teg 6-Ріп Connector 
ї8-Рїп Connector 
v2 Fiesh Air Blower 
v154 Servóimotor for fresh-/recirculating air door 


No" 


% 
Ground ш -2-, in instrument panel wiring harness 
22 


Screw Соппесііот(75х), on relay panel 
zi 


Z 


E 
wire connection (58d). in instrument panel wiring harness. 
A 


$ 


$ 
© wire connection (75a), if instrument panel wiring harness 


Ei 
© 
{гитепї panel wiring harness 
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Wiring Diagram No. 43/3 


AIC cut-off control module, A/C clutch, outside air 
temperature sensor 


G17 Outside Air Temperature Sensor 

J220 Motronic Engine Control Module (ECM) 

J285 Control module with indicator unit in instrument panel insert 

J314 A/C Cut-Off Control Module, on thirteenfold auxiliary relay panel, 
above relay panel, production control number (384) 

N25 А/С Clutch 

T2a Double Connector 

T10k 10-Ріп Connector, grey, connector station A-pillar, left 

Т155 15-Ріп Connector, red, on protective housing for control module, 
in engine compartment, left 

T32b 32-Pin Connector, green, on instrument cluster 

T121 Connector, 121 point, on Engine Control Module (ECM) 


Ground connection -2-, in instrument panel wiring harness 


a|kswagen 

agen A AGa, 

À oe" wire connectíóm 5a), in instrument panel wiring harness 
б 7, 

а 


СЯ 

S Z 

aS Connector (outside température indicator), in instrument panel 
wiring harness С 


5, 
Connector (engine overheat warring light), in instrument panel 
wiring harness 2 


[Trown fissa n 


No _Ј220 к 
7121/41 


Edition 08.2000 


Wiring Diagram 


No. 43/4 


035 035 
swige эмде 


ITissz 


15 J220 
тема T2140 


29 30 з 


E15 
F38 
J26 


J28 
J220 
T6h 
T10k 
T15s 


Coolant fan control (FC) relay, A/C diode 


Rear window defogger switch 
Ambient Temperature Switch 

Coolant Fan control (FC) Relay, on the thirteenfold auxiliary relay 
panel, above relay panel, production control number (214) 

AIC Diode 

Motronic Engine Control Module (ECM) 

6-Pin Connector, black, on rear window defogger switch 

10-Pin Connector, grey, connector station A-pillar, left 

15-Pin Connector, red, on protective housing for control module, 
in engine compartment, left 

Connector, 121 point, on Motronic Engine Control Module (ECM) 


Ground connection, -1-, beside fuse/relay panel 


Ground connection ~: 


in instrument panel wiring harness 


Ground connection -2-, in instrument panel wiring harness 


Connector (30, idle boost), in instrument panel wiring harness 


2.8L V6, code ATQ only 
1.8L T, code ATW, AUG only 


Edition 08.2000 


Wiring Diagram No. 43/5 


А/С pressure switch, coolant fan control (FC) thermal switch, 
first speed coolant fan control (FC) relay, second speed 
( ) coolant fan control (FC) relay 


F18 Coolant Fan Control (FC) Thermal Switch 

F129 А/С Pressure Switch 

J279 First Speed Coolant Fan Control (FC) Relay, on eightfold auxiliary 
relay panel, production control number (214) 

J280";, Second Speed Coolant Fan Control (FC) Relay, on eightfold 


auxiliary relay panel, production control number (213) 
26) N39 CoolantFan Control (FC) Series Resistance, below side member, 


40 05 iek 
о swige 
A ^ Coolant Fan Fuse, on eightfold auxiliary relay panel 


Coolant Еап-Еизе, on eightfold auxiliary relay panel 
Double Соппёсіог, in engine compartment, left 

4-Pin Connectér, in engine compartment, left front 
10-Pin Connector, grey, connector station A-pillar, left 
Coolant Fan 


* 
) Ground connection, -1-, beside fuse/relay panel 
& L 127 ) Ground connection.-1-, їп А/С compressor wiring harness 
эмы гог E 
Screw connection 21- (30), on relay panel 
122.25 brígn. тоз rogn тоўуп тоб 


Screw Connection (75x), on relay panel 


2 [ 1 * 28L V6, code ATQ only 


** *' — 1.8 T, code ATW, AUG only 
Fiz 4 Н Fis Тл 
їз 
05 05 
rolgn br x 
 — P VA 
гови 
40 
ai br 
Таз (Т> zm № Taz 
ws = white 
sw = black 
го = red 
-— @) e br = brown 
gn = green 
40 bl = blue 
Ы дг = grey 
1 ü - lilac 
з 4A 45 в T в м 50 ы ә з ы 5 5% ge = yellow 
38225553 О SEMIS 
rs = pink 
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Wiring Diagram 


No. 43/6 


AG. Volkswage 
5:99 Coolant fan é6htrol module, Coolant fan thermal switch, coolant 
fan, After-run coolarit pump 


F18 Coolant Fan Control вуд етта! Switch 

J285 Control Module with unit їп instrument panel insert 
Coolant FC (Fan Control) Control Module 

Coolant Fan Fuse, on eightfold auxiliary relay panel 

Coolant Fan Fuse, on eightfold аййау relay panel 

Double Connector 

Double Connector, in engine. compartment, left 

6-Pin Connector 

10-Pin Connector, grey, connector statíón A-pillar, left 

32-Pin Connector, blue, on Control Modüle with indicator unit in 

instrument panel insert 

Coolant Fan 

After-Run Coolant Pump 


jaooo o 


Ground connection -1-, in А/С compresso? wiring harness 


Sseu 


Screw Connection - 


8 
H 
3 
Е 
2 


wire connection (61), in instrument panèl wiring harness 


9, 
05 05 05 KA wo 
idw юу юу У С 
2 Д, 25 n 
* 9, N 
Ез Тл Тә? ms ере, T 
3 n 


o 
+ 
== 
— 

ахвхз@ 


38-25617] 


289 
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